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Dixon-Bate, B., 554 

Douglas, C. E., & Co., Ltd., 

Edison Swan Electric Co., Lid., 493 
Edwards, F. J., Ltd., 493, 534 
Edwards, W., & Co., 51 

Electric Construction _ ae 614 
Electromagnets, Ltd., 

English Electric Co., L Pag ae 


Evershed & Vignoles, Ltd., 51 

Fowler, John, & Co. (Leeds), Ltd., 

General Electric Co., Ltd., 51 
513, 594 


213 
, 267, 


427 


Acci- 


| 
| 
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Catalogues—continued 
Gent & Co., 534 (2) 
Gisholt Machine Co., 554, 614 
Glenfield & Kennedy, Ltd., 77 
Hadfields, Ltd., 493 (2), 534, 554 (2) 
Harland Engineering Co., Ltd., 554 
Herbert, A., Ltd., 437 
Higgs Motors, Ltd., 267 
Hoffmann Manufacturing Co., 
Hopkinsons, Ltd., 49° 
Hyland, Ltd., 239 
International Electrolytic Plant Co., 
Ismailia Valve Co., 473 
Jones, E. H. (Machine Tools), Ltd., 
Keates & Co. (Electrical), Ltd., 473 
Keith Blackman, Ltd., 51, 473, 614 
Kent, George, Ltd., 213 
Klinger, R., Ltd., 157 
Lincoln Electric Co., Lt 
Lindsay, H., Ltd., 157 
Londex, Ltd., 473 
Mallory Metallurgical Products, 
Marbaix, G. E., Ltd. 534 (2), 614 
Mellor, Bromley & Co., Ltd., 51 
Metropolitan-Vickers Electrical Co., 
Mollart Engineering Co., Ltd., 239 
Morris, H., Ltd., 51, 213 
Morris & Ingram, 594 
Newman, Hender & Co., 
Newton Chambers «& Co., 
Nife Batteries, Ltd., 513 
atent Retorts, Ltd., 267 
Power Gas Corporation, Ltd., 
Power Plant Co., Ltd., 280 
Ransome & Marlies Bearing Co., 
Ransome, Sims «& Jefferies, Ltd., 
Rawiplug, Ltd., 239 
Rhodes, Brydon & Youatt, Ltd., 493 
Rotherham & Sons, Ltd., 427, 513, 614 
Sciaky Electric Welding Machines, Ltd., 
Smart, R. E.. Ltd., 5: 
Standard Telephones & Cables, Ltd., 
Stanton Ironworks Co., Ltd., 473 
Statter, J. G., & Co., Ltd., 614 
Steatite & Porcelain Products, Ltd., 489 
Sterling Foundry Specialties, Ltd., 267 
Tipweld Manufacturing Co., 427 
Trico-Folberth, Ltd., 77 
Tungum Sales, Ltd., 267 
Turner, E. R. & F., Ltd., 623 
Wellworthy Piston Rings, Ltd., 554 
Woden Transformer Co., 213 


Ltd., 542 


Ltd., 


267 


1., 427, 


t¢ 493, 614 
(3), 267 


Ltd., 513 


Ltd., 267 
Ltd., 51 
239 


Ltd., 
534 


267 


Cement and Concrete : 
Cement Export Group, 422 


Roof Truss, Precast Concrete (Catalogue), 493 


South America, Cement Manufacture, 477 


Chemistry. See Physics and Chemistry 


Coal : 
Canada, Imports, 
Cardiff, 10, 36, 63 
253, 281, oe 
483, 503, 3, . 
* Fuel in Scler nee and “2 tic 
Middlesbrough Coke, 11, 


301 
389, 114, 143, 170, 199, 


















171, 198, 225, 253, 281. 
413, 437, 461, 483, 503, 52: , 563, 583, 
603, 623 
Mines, Abandoned, Plans of, 252 
She ffield, 11, 37, 63, = >, 142, 171, 199, 
224, 253, 280, 307 3, 359, 387, 413, 437, 
461. 483, 503, 523, 543, £ , 583, 603, 622 
United States Production, 198, 280, 387, 
543 
Colleges. See Education 
Companies : 
British Timken, Ltd., 437 
* Northern Aluminium Co., Ltd., Develop- 
ments, 52° 
Parsons, C. A., & Co., Ltd., Activities of, 97 


Concrete. See Cement and Concrete 


| Cranes, etc. : 


Conveyors, Gravity (Catalogue), 51 
Cranes, Steelworks (Catalogue), 534 
Lifting Magnets (Catalogue), 215 


Docks. See Harbours 


Education : 
Architecture, Maintenance Scholarships, 225 


Arts, Royal Society of, Examinations, 483 
City and Guilds College Engineering Society, 
333 


Faraday House Scholarships, 459 

Oxford Management Conference, 281 

Ruskin College Scholarships, 262 

Service Candidates and Professional Educa- 
tion, 520 


51 


Ltd., 534 


614 


513, 534 


Exhibitions : 








Engines and Boilers : 


Education—continued. 


Teachers in Technical Institutions, Associa- 
tion of, 461 

United States, Summer Course in Manage- 
ment, 445 


Electricity : 


Arc-Welding Competition, 339 

Aswan Dam Power Scheme, 45 

Batteries, Steel Plate (Catalogue), 513 

Bunnerong Power Station, Sydney, 563 

Circuit Breakers (Catalogue), 614 

Clocks, Electric Impulse (Catalogue), 

Cut-Outs, Battery (Catalogue), 427 

Direction Finding, Radio, Standard Glossary, 
161 

Earth Testing (Catalogue), 51 


534 


Electricity Commissioners, Reduction in 
Number, 57 
Electrode, “* Inconweld,”’ Re-naming, 541 


Electrodes (Catalogue:) 427, 493, 614 

Electrolytic Plant (Catalogue), 51 

Ex-Siemens Men's Concert, 306 

Faraday House Scholarships, 459 

Faraday-Megaphos Lighting (Catalogue), 473 

Generators (Catalogues), 267, 554 

Generator, Veteran Crompton, 114 

Glossary, Standard, Radio Direction Finding 
161 

Heaters, Electric (Catalogue), 267 

Highfield Shield Competition, 437 

* Inconweld,”” Electrode, Re-naming, 541 

India, Telephone Manufacture, 165 

Insulators, Steatite Post (Catalogue), 489 

Lamps, Electric (Catalogues), 267, 473, 513 

Light Fittings, Export Group, 543 

Lighting (Catalogues), 51, 157, 473, 513, 

Lighting Unit, Small Portable, 503 

Linesmen’s Equipment (Catalogue), 239 

Magnets, Lifting (Catalogue), 213 

Motors (Catalogues), 267, 554 

“ Nickelchromeweld,”’ Electrode, 541 

Power Transmission Appliances (Catalogue), 
358 

Precision Instruments (Catalogue), 51 

Radio Direction Finding, Standard Glossary, 


534 


161 
—_ Station for Supply Maintenance, 
437 
Rectifiers (Catalogues), 267, 614 


Refrigeration Association, Commercial Elec- 
tric, 604 

Refrigerators, Domestic (Catalogue), 427 

Relays, Electro-magnetic (Catalogue), 473 

Repeater, Distant (Catalogue), 51 

Signalling, Electric (Catalogue), 534 

—s Equipment, Electrode (Catalogue), 
534 

Street-Direction Lighting (Catalogue), 157 

Supply Undertakings and War Damage, 583 

Swimming Pool, Buckingham Palace, Elec- 
trically-Heated, 461 

Switch Transformer Unit for Low-Voltage 
Circuits, 76 

Switchgear (Catalogue), 594 

Sydney, Bunnerong Power Station, 

Thomson, Prof. E., Memorial Tablet, 

Tools, Portable, Electric (Catalogue), 

Transformers (Catalogue), 213 

Trolley-’"Bus Equipment, Contract, 461 

Tubes, Fluorescent Discharge (Catalogue), 
493 

United States, Mid-West Power Conference, 
180; Radio Station for Supply Mainte- 
nance, 437 

Water-Heating Equipment (Catalogue), 513 

Welding Electrodes (Catalogues), 427 , 493, 614 

Welding Materials (Catalogue), 513 

Welding Plant (Catalogue), 614 

Welding Technique, Slide Films, 454 

Wireless Operators on Merchant Ships, 332 

Wiremen’s Pocket Book (Catalogue), 493 

Wiring Rules, Institution of Electrical 
Engineers, 253 


563 
333 
513 


Boilers, Forced-Circulation, Advantages, 143 
Grates, Boiler (Catalogue), 267 

Turbines, Steam (Catalogue), 157 

Valves, Cocks, Etc. (Catalogue), 267 


Belgrade Sample Fair, 502 

Bordeaux Fair, 503 

Brussels International Industries Fair, 142 

Lyons International Fair, 191 

Munition Samples, Exhibition, 367 

New York Power Show, 373 

Paris International Trade Fair, 151 

Salonika International Fair, 520 

South African Building Centre and Bureau, 
39 


Varna Commercial Fair, 513 


Institutions. 


Internal-Combustion Engines. 











Gas: 


Canada, Natural-Gas Production, 

Gasworks Plant (Catalogue), 267 

Heaters, Gas-Fired (Catalogue), 614 

Producer, Gas, Emergency Portable, Errata, 
198 


307 


Town Gas, Corrosion by Products of Combus- 
tion of, Errata, 115 


Gas and Oil Engines : 


570 
599 


Australia, British Diesel Engines in, 
Diesel Engines, Marine (Catalogue), 


Engines, Oil, General (Catalogues), 213, 239, 
599 
Engines, Petrol, Conversion to Paraffin 


(Catalogue), 51 
Fuels, Home-Produced, 
bustion Enginees, 460 
Kadenacy System of Scavenging, Erratum, 
307 


for Internal-Com - 


South Africa, British Diesel Engines in, 570 


Guns, Explosives, Etc. : 


Italian Armaments Construction, 564 


Harbours, Docks, Piers, Etc. : 


Pile-Driving Pocket Book, 396 


Hydraulics : 


Machinery, Hydraulic (Catalogue), 239 

Penstocks and Reflux Valves (Catalogues), 
473 

Pumps (Catalogues), 427, 

Pumps, “ Mopump” and 
logue), 493 


554 
Drainage (Cata- 


Industries and Commerce : 


Addresses, Emergency, 

Australia, Industrial Research in, 

Bristol Engineering Directory, 591 

Canada-British Guiana Commerce, 259 

Canadian Paper Industry, 342 

Chromium, Control Orders, 387, 

Commercial Diplomatic Officers, 
of Letters to, 30 

Export Groups, Brassfounders, 503 ; Cement, 
422; Chemical Plant, 523; Compressed 
Air, 332; Fans and Ancillary Equipment, 
602; Gear Manufacturers, 413; Iron, 
Steel and Metal Works Equipment, 563, 
603; Light Fittings, 543; Materials- 
Handling, 523; Power Transmission, 603 ; 
Stainless Steel Manufacture, 503 

Export, Institute of, 233 

Exporters’ Risks, War-Time, 

Finland, Commerce of, 179 

Flour-Milling, Ete., Machines, 
lets, 623 

Food Preparation, 
Leaflets, 623 

Foodstuffs, Frozen, Drying of, 444 

Income-Tax Tables, Tolley’s, 583 

India, Sandbag Manufacture, 318 

Licences, Export, for Tin, 199 

Licences for Various Commodities, 
sion of, 359 

Licensing of Imported Machinery, Etc., 

Magnesite, Control Orders, 387, 460 

Nickel Industry, 1939, 307 

Parsons, C. A., & Co., Ltd., Activities of, 97 

Personal, 10, 36, 62, 88, 114, 142, 170, 198, 
224, 252, 280, 306, 332, 358, 386, 412, 436, 

460, 482, 502, 522, 542, 562, 582, 602, 622 

Postage Stamps, Centenary of, 436 

Refrigeration Association, Commercial Elec- 
tric, 604 

Refugee Industries, Development Committee, 
510 

Rhodesia, Dispatch of Commercial Docu- 
ments by Air, 97 

Salvage Collection, War-Time, 623 

South Africa, Demurrage Charges on Parcels, 
367 


Directory of, 89 
602 


460 
Duplication 


623 
Export Leaf- 
Machines, 


Etc., Export 


Suspen- 


199 





Swansea Tin-Plate, Etc., 

Tenders, 10, 36, 62, 88, ae 142, 170, 198, 
224, 252, 280, 306, 332, 358, 386, 412, 436, 
460, 482, 502, 522, 542, 562, 582, 602, 622 

Timber, Control of, 347, 443 

Tin Problems, Research Development Aid, 
563 

United States, Industrial Recessions, 224 

United States, Management Course, 445 

War Risks, Exporters’, 623 

Wolfram, Control Orders, 387, 460 

Works Pass, Forgery-Proof, 562 


Industry, 61, 141 


See Technical Societies 


See Gas and 
Oil Engines 
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Iron and Steel : 
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Anti-Glare Schemes for Foundries 
































Belgium, Steel Production, 333 
Bibliography, Steel Sheet and Strip, 419 
Cast Irons, lronfounders’ National Com- 
mittee, Recommendation of Materials, 333 
leveland Basic Iron Prices, 11, 37, 62, 58 
115, 143, 171, 198, 225, 253, 281, 307, 332 
$59, 387, 413, 437, 461, 483, 503, 523, 54 
O35, 533, 603, 623 
Cleveland Iron Market, 11 S88, 115 
143, 171, 108, 225, 253, 2 2 0 
S87, 413, 437, 461, 483, 5 3, 583 
ous, O2a 
Cleveland Manufactured Lron and Steel, 11 
‘7, OZ, SS, 115, 143, 171, 198, 225, 253, 251 
07, 332, 350, 387, 413, 437, 461, 483, 503 
925, 543, 563, 583, 603, 623 
Control, [ron & Steel, Purchase Licences, 54 
tO, O45 
East Coast Hematite, 11, 37, 62, 8&8, 115 
143, 171, 198, 225, 253, 281, 307 2, 359 
$87, 413, 437, 461, 483, 503, 52 4 63 
83, 603, 623 
Hardening of Steels, Bibliography, 05 
Hunting-Knife Blanks, 563 
Iron, Steel and Metal-Works’ Equipment 
kxport Grou; 5, GOS 
Middlesbrough Foreign Ore, 11 7, 62, 38 
115, 143, 171, 198, 225, 253, 281, 307 
1), 387, 413, 437, 461, 483, 503, 523 
63, 583, 603, 623 
Middlesbrough Scrap Prices, 11, 37, 62, 8s 
115, 171, 225, 253, 2S1, 332 0, 3S7, 41 
437, 461, 483, 503, 523, 543, 563, 583, 60 
625 
Producer Gas Plants, Steel for, 387 
Scottish Iron and Steel Trade, 11, 37, 63, 80 
115, 143, 171, 100 , 2, 2al 0 bo 
S58, 387, 413, 437, 461, 483, 50% 4 4 
165, O85, GOS. O2a 
Serap tron and Steel, Collectior f, 89 
Control Orders, 28s, 509 
Sheffield Iron and Steel Trade, 11 7, 
SY, 115, 142, 171, 100, 224, 253, 280, 307 
3 0, B87, 413, 437 1, 483, 503, 52 
43, Ot a3, 603, 62 
Stainless Steel Manufacturers’ Exy t Grouy 
08 
Standards, British Chemical a) 
Steels, Heat-Resisting, &5 
Steel, Nickel-Clad, Properties, et l 
Steela, Nickel-Molybdenum, in Oil Pumping 
U.S.2., 15 
ls, Non-Cor ling, Aireraft Industr l44 
Non-Corroding (Catalogue ‘ 
I Secti Properties and Safe Loa 149 
Steel Supply for Motor Vehi i4 
Ste | (atalowue “7 
Steel I laml Die, Treatment of, 225 
Tank Pressed Steel, 500 
United Stat Steel Production 124 is 
wid, Scrap tron and Steel Consumy 
thon ) 
\“ h Trad 10, 36, a0. 114, 14 170 
iw ’ SI 17 ; too, Sad, 41 
‘ it i 3, 52 4 rth 83, OO 
Labour Questions. See Trade 8S s 
Legal : 
l al Authority Loans s1 
Wor ‘ ( pensation, Discussiot I 
Literature. See LITERATURE INDEX 
Locomotives. See Railway mM l 
Machine and Other Tools : 
Balancing Device, Small-Tool, 623 
Hearing R r, Application ¢ Machine 
Tool Catalogue 63 
Bolt Adapter Catalowue 157 
Crusher Jaw, Lubrication of (Catalogues 
hu i 
Drills, Electri Catalogue), 504 
File Bands (Catalogue), 513 
Flour Milling and Food Preparation Machines 
(Catalogue), 623 


Hammers, Riveting (Catalogue), | 
Hunting-Knife Blanks, 563 











Lathe, Automatic Chucking Addendum, 142 
Lathes (Catalogues), 267, 554 (2), 614 
Machine-Shop Equipment (Catalogue 437 
Machine Tools, General (Catalogues), 239 (2) 
Milling Machines, Precision (Catalogue), 504 
Press, Radial Drill (Catalogue), 534 
Saws, Precision (Catalogue), 513 
Scraper, Power (Catalogue), 534 
Tapping Machines (Catalogue), 427 
Tool-Balancing Device, 623 
Tools, Portable Electric (Catalogue), 513 
Tools, Tipping, Hardening and Brazing 
Catalogue), 427 
Marine Engineering. See Engines and 
toilers Ships and Shipbuilding 
Mining and Metallurgy : 
Alloys, Non-Ferrous (Catalogue), 267 
Aluminium, Chemical Analysis of 172 
Control, 281 Engineering Sections, 206 
Swiss Industry, 200; Welding and Rivet 
Anti-Glare Schemes for Foundries, 583 
Brassfounders’ Export Group, 503 
Canada, Mineral Production, 89 Quebec 
Industry, 03, 108, 367, 560 ; Silver 
n, 164 Lead Industry 306 
Manufacture of Basic Refrac 
Control 87, 460 
Foundry Equipment (Catalogue), 267 
India, Magnetic Ore Field, 306 
iron, Steel and Metal-Works’' Equipment 
Export Group, 56 603 
Magnesite Control, 387, 460 
Metals, Non-Uniform Yielding During Ten 
sile Test iddendum, 455 
Nigeria rin Farming,”’ 432 
Non- Fert Metallic Ores Committee, 281 
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Mining and Metallurgy—continue / 
Platinum Metals, Output, 301 


Rolls, Chilled (Catalogue) 
Tool and Die 





“ Tin Farming 
Tin Problems 
Tin Production 


554 


Heat-Treatment Chart 


" Nigeria, 432 
Research Advice 
World, 143, 387 


HS 


» 


United States, Manganese Ore Imports, 257 


Rolled-Zine 
Wolfram 


Miscellaneous : 


Addresses 


387 


Out put 
Control 


Emergency 


461 
460 


Directory 


Air Filtration (Catalogue), 51 
Am 


American 5S 


Proceedings 
Atmospheric Pollution 
ference, 583 


Bolt 


Adapters (Catalogue) 
Bristol Engineering Directory 
Calendars 


ociety 
A). 


170 


Calvert's Mechani 


de 


Digest 


Directory 
Directory 
Dust-Removal 


Excavators (Catalogue) 


Export, Institute of 


om pressed 
Group 
Prony 


Engi 
B 


Centenary 


Air 


neers 
ristol 


wineers’ Digest 


Fans (Catalogues) 


I 


ans 


and 


Ancille 


Group, 602 


ans 


Field, F 


Fiims 
Foodstuffs, F 
Gauge Movements (( 


Heaters (( 


Man-(« 


Slide 


Income-Tax 


Indicators 


28 


rican Society of Mex 
Mechanical Catalogue 
for 


iani-ai 
and Dire 
resting 


157 
7) 


453 


i5y 


s’ Year Book 


Society, 


vR2 


74 
Engineering 


51 
ary 


of Emergency 
Fans 


( 


4 


5) 


Catalogue) 


1 

33 

473 
Equipmer 


pling, 538 


rozen 


il (4 


Jointing Material 
Joints 


the Late, Erratum 
Arc-Welding Technique 


212 


Investigation 


British 


of, 89 
Engineers 
~ctory, 10S 
Material 


Con 


l 
455 
44 
Export 


501 
A didresses 


Rit) 


473 


it, Export 


454 


Drying of, 444 


atalogues) 
rables 


atalogue) 
Tolley’s 
italogue), 513 

Catalogue), 157 
Ball (Catalogue) 
oans to Public 
Lubricants and Lubrication (¢ 


Authorities 


“il 
267, O14 
583 


239 
81 


ita 


4 


logue), 239 


Lubricating Oil Distribution, Facilitation of 


Machinery 
Material 


Mechanical ¢ 


Mountain 


ica 


So le 


Pe 


Moonlight ¢ 


Secondhand 
Handling Plant (Catalogue), 427 


atalogue and Directs 
y of Mechanical Eng 
ak, Submarine, 333 


alendar 


Rawlplug 


(Catalogue) 


534 
Amer 


rs, 108 


ry 
ime 


Co,., 435 


National Physical Laboratory, Light Depart 
ment, 413 

New South Wales, Road Marking, 359 

Oil Production, United States, 15 Australia 
Shale Oil its Canada 10 601 
Argentine Petroleun 70 Roumaniar 
Petroleum, 446 

Paints and Comy tions (Catalogue), 554 

Partridge, G. W., the Late, Errata, 523 

Personal, 10, 36, 62, S88, 114, 142, 170, 108 
22 252, 280 “ $32, 358, 386, 41 
$36, 460, 482, 502, S22, 542, SO2Z, OSL, GO 
22 

Pile-Driving Pocket Book, 30 

Piping, Emergency Repairs (Catalogue), 47 

Postage Stamps, Centenary of, 436 

Proctor, C. F., the Late, Errata, 60 

Pupil kt Register Ex- Brush and 
Petters 1O3 

Refrigeration Association, Commercial Ele 
trical, 604 

Refugee Industries, Development Committee 
10 
Retrospect Erratum, 37 

Road Marking, N.S.W., 359 

Road-Trattic Signals, 427 

Rubber-Treatment Plant (Catalogue 157 

Salvage Collection, War-Time, 623 

Sandbag Manufacture in India, 318 

Science, National and International, Con 
ference, 240 

Signals, Automatic Traffic, Bank, Londor 
627 

Slide Rules, Trigonometrical, 232 
Smokeless Air,”’ 286 

Soap and Glycerine Plant (Catalogue), 239 


South Africa, Demurrage Charges on Parcels 


367 

Submarine Mountain, 333 

Swimming Pool, Electrically-Heated, Buck 
ingham Palace, 461 

Tanks, Preased-Steel, 560 

Tenders, 10, 36, 62, 88, 114, 142, 170, 198 
224, 252, 280, 306, 352, 358, 386, 412, 456 
400, 482, 502, 522, 542, 562, S82, 602, G22 

Testing Materials, American Society for 
Proceedings, 603 

Thomson, Prof. E., Memorial Tablet, 333 
Timber, British Columbian, Rail Transport 
of, 339 

Timber Control, 347, 443 


limber Supplies for Motor Vehicles 


502 


Time, Summer and Winter, Periodic Use of 


Turkey 
Ventilation 
Welding 


483 


Works 


Whitaker's 


Ww 


TKS 


Lights 


Arc 


Automatic 


Management 





Motor Cars, Etc. : 


Fuels 


Non- Pneumatic 


Alterna 


Omnibuses, T 


Road-Transport 
Road Vehicles Registered 


Rotherham 


Signals 
Softwood 


st 


Sur 


rraffi 


Almanack 


ry 


Road Construction in 
(Catalogues), 5 
Slide Films Illustrating 


l 


at Ban 


15 
1940 
Proof 


Erra 


562 


172 


k, London, 
454 
fum, 62 


ative, for Vehicles, 437 

ryred Vehicles, 10 
rolley (Catalogue), 534 

Diploma, 449 

44, 359 

Trolley-Omnibus Contract, 503 

7, 627 

Purchase Certificate 


Imported 


Motor Cars, Etc.-—continued 


N 





Timber Supplies, Vehicle Construction and 
Maintenance, 502 

Tractor, Amphibian, 253 

Trailers, Motor-Car (Catalogue), 554 

Trolley-’Bus Equipment Contract, 461 

United States, Car Production, 34, 401, 603 


Yorkshire, Trolley * Buses in, 306 


aval : 


Artificers, Requirement of 
Burma, Patrol Launches for 





Italy Naval Trawlers, 115; Submarine 
Luigi Torelli.”” Launch, 199; Naval 
Construction, 564 
Torpedo Boats, Naval, Trials of, 199 
Obituary. See GENERAL INDEX 
Oil. See Miscellaneous 


Physics and Chemistry : 


Power Plants. 


Abbe, Ernst, Errata, 88 

Aluminium, Chemical Analysis of 

Chemical Plant Export Group, 523 

Instruments, Precision (Catalogue), 51 

National Physical Laboratory, Light Depart- 
ment, 413 

Standards, Metal, British Chemical, 359 





Electricity 


See 


Power Transmission : 


Coupling 


Accessories, Mechanical Power (Catalogue) 
157 





Ball and Roller Bearing Data (Catalogue) 
452 

Bearings (Catalogues), 267, 554 

Belt Sanders (Catalogue), 614 


Belt Shifters (Catalogue), 267 

Brakes, Press, for Motor Drive (Catalogue), 
403 

Flexible (Catalogue), 280 


267 


Drives, Rope (Catalogue) 


Gear Manufacturers’ Export Group, 413 
Gears, Spiral-Bevel (Catalogue), 493 
Power Transmission Export Group, 603 
Pulley Blocks (Catalogue), 2153 
Worm-Wheel Hobs, David Brown, 191 


Railways and Locomotives : 








Barmen-Elberfeld Railway, Closing of, 30 

Coaches, Passenger, Stainless Steel, Penn- 
yivania Railroad, 7 

Coaches, Stainless Steel, Portuguese Railway 
Contract, 551 

Locomotives, Australian-Built, for N.S.W 
Railways, 366. See Erratum, 424 

Locomotives, Pioneer, Withdrawal of, 443 

London, Midland and Scottish Railway 
Centenaries 5 Freight Traffic, 144 
Herbert Jackson Prize, 199; Veteran 
tailway Wagon, 224; Liverpool and 
Southport, New Rolling Stock, Addendum 
281; Crewe Apprentices, Re-union, 461 
Derby Works Centenary 11 Signal 
Lamps, 523; Collection of War-Time 
Saly 625 

London and North Eastern Railway, Level- 
Crossing Removals, 357 

Morden-Edgware Line, Re-Opening, 171 

Pennsylvania tailroad Stainless Steel 
Passenger Coaches, 7 

Southern Railway, Re-Signalling Victoria 
Station, 603 

Track, Railway (Catalogue), 534 

rrackwork, Railway (Catalogue), 493 

United States Rolling-Stock Statistics, 38s 

Volk’s Electric Railway, Brighton, 491 

Sewage and Drainage : 

Land-Drainage Schemes, 62% 

Pump Controls (Catalogue), 534 

Sydney, N.S.W., Ocean Outfull Sewer, 597 

Ships and Shipbuilding : 


Alfeite Arsenal, First Ship, 253 


luminium, Use in M.S Fernplant,”’ 307 
Gray Memorial Trust Prize, 483 
India, British, Shipping Activities, 224 
Italian Naval Construction, 564 

Jaguar,’ Oil-Tank M.S., Repairs, 62 

Journal of Commerce" Annual Review 
Launches, Patrol, for Burma, 482 
Life-Boat Construction, 1939, 59 


Propulsion, Electrical and 


Scottish Shipbuilding 


Life- Boat 


Institution, Royal National, 282 
Life-Boat Service 7 


1939, 77 
Mechanical Equip- 
504 

ll 
Launch of. 


ment (Catalogue), 


Stockholm,"’ M.S 373 


Wireless Operators and Watches on Merchant 


So 


Te 


( 
( 
( 


Ships, 332 


cieties. Technical and Trade 


see 


chnical Societies : 

Aeronautical Society 

American Society for 
mh 

(Arts, Royal Society of, 363, 436, 449, 483, 583 

\ustralasian Institute of Mining and Metal- 





Royal 141, 461, 5 
Testing Materials, 2 


ao 





iurey Hou 
Automobile Engineers, Institution of, 565 
British Association, 249, 583 

hemical Engineers, Institution of, 413 
hemical Industry, Society of, 401, 511 


hemistry, Institute of, 314 
ity and Guilds College Engineering Society, 








Civil Engineers, American Society of, 195 

Civil Engineers, Institution of, : 

Electrical Engineers, Institution of, 114, 199, 
4s 43, 604 

Electrical Engineers, Supervising, Assorcia- 
tion of, 224, 261, 437 


Ex Siemens Men, Association of, 396 
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Technical Societies—continued 


Foundrymen, British Institute of 
Fuel, Institute of, 15, 198, 589 
Iron and Steel Institute, 63, 386 
Junior Institution of Engineers, 145 
Locomotive Engineers, Institution of 
Metals, Institute of, 55, 112, 413 
Mining Engineers, Institution of, 208 
Mining and Metallurgy, Institution cf, 503 
Naval Architects, Institution of, 13%, 206 
Naval Architects and Marine Enyineers, 
International Congress, 114 
North-East Coast Institution 
and Shipbuilders, 461 
Petroleum, Institute of, 37 
Royal Society, 308 
Safety Congress, National, 483 
Sanitary Engineers, Institution of, 563 
Sanitary Institute, Royal, 194, 48% 
Staffordshire Iron and Steel Institute, 437 


543, 563 


170 


of Engineers 


Structural Engineers, Institution of, 60 

Teachers in Technical Institutions, Associa- 
tion of, 461 

Transport, Institute of, 520 

United States Mid-West Power Conference 


180 
Welding, 


Institute of, 477 


See Electricity 


Telegraphy. 


Telephony. See Electricity 


Tools. See Machine and Other Tools 
Trade. See Coal; Industries; Iron and 
Steel ; Ships and Shipbuilding 
Trade Societies, Etc. : 
Accidents, Workers, and War-Time Restric. 


tions, 20; Workers’ Liability Case, 208 
Transport Workers and Increase of Acci-’ 
dents, 422 
Admiralty Dockyards 
Workers, Pay and 


Establishment 
Increases, 316, 


and 
nus 





396, 630; Conditions of Relaxation 
Agreement, 422 
Air Ministry, Civilian Instructors Salary 


Increases, 491 

Approved Societies, 
Health Insurance and £250 a 
446 


Employees, National 
Year Limit 





Armament Problems and Labour (Co- 
operation, 262, 631 
Armed Forces, Release of Skilled Workers 
tos 
Australia, Shortage of Skilled Def 
Standard 44-Hour W 





Workers, 72; 


34 Western Australia, Bulk-Wheat 


Handling and Dust Inhalation, 531 
New South Wales Enlistment and 
Reinstatement Question, 571 

Barnes, G., the Late, 469 


Helgium, Vocational Retraining of Workers 


Subsidising Employers 20 ; Miners 
Hours-of-Work Order, 124 
Blast-Furnacemen’s Wages, 152 





Lohemia-Moravia, Short-Time Relief System 


208 ; Emigration Tax and Incidence, 208 
Boilermakers Society Membership and 
Benefit Data 152 22 306 469 ; 


Adaptation of Unemployed Members to 


Labour Ministry Requirements, 316, 469 ; 
Control of Employment, 396 
Bolivia, Labour Code Hours of Work, 


Workmen's Compensation, Union Organisa- 
2 





tion, Etc., 262 

Bournemouth, Labour Party Conference 
Resolutions, 368 

Building Industry, Wage Increase, 152 
Iran, Fixation of Wayes, 446 Govern- 


ment Contracts, Minimum 30-Hour Week 
Dismissing 


Canada, Hiring and Union Wor- 








kers, Amendment to Criminal Code, 72; 
Youth Training, War Position Projects 
208; Federal Industrial Disputes Act, 
Application to War Activities, 234 

Chambon, Ltd., Employees’ Gift to Red 
Cross, 630 

Chemical Industry, Wage Increases, 396 

Civil Servants, Wages Adjustment to Cost- 
of-Living Question, 46, 316, 342 War 
Bonus to Non-Industrial Civil Servants, 
511; Engineering Inspectorates, Civilian 


Staff and Military Personnel Question, 592 

Coal Output Urge, 611 

Commodity Prices, 20, 124, 234, 342, 

Cost of Living. See Living, Cost of 

Cotton Trade, Wage Advance, 631 

Defence Act, 1939, Powers Conferred, 551 

Denmark, Employment Policy and Pro:- 
pects, 95 

Dilution Question, Electrical Industry, 290 ; 
Engineering Industry, 571, 611. See also 
Women Workers 

Dock Labour, Control of Movement, 630 

Dockyards Admiralty 

Electrical Industry, Wages (War Adjust- 
ment) Agreement, 20; Generating Station 
and High-Tension Main Employees’ 
Wage Request, 262, 290; Opposition t 
Dilution, 290 

Emergency Powers Defence Act 
Scope and Powers Conferred, 551 

Employment Exchange Reports, 20, 124, 180, 


469 


See 


1939, 


234, 469, 511 
Employment, General, Ministerial Control, 
396, 592 





Insured Persons, 20, 551 
Trade Wages, War-Time 


262 


Employment 
Engineering 
180, 234, 
Engineering Union, Amalgamated, Member- 
ship and Benefit Data, 72, 180, 290, 422, 


7” 








11, 592; on Industrial Activity, 72 
Warning Against Communism, 
Finance, 290; on Man Power, 





Flour-Milling Mechanics’ Wages, 
Holidays-With-Pay Agreement, {22 
Admiralty Establishments, Conditions of 


Relaxation Agreement, 422 ; Co-operation 
with Labour Ministry 446; Women 
Workers ard Engineering Industry 
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Trade Societies, Ete.—continued. 


of Work, 491, 57 
of Holidays, 511; 
Usurpation of Functions 
National Committee, 511, 592 
Overtime Sanction, 


Conditions 1; 
Staggering 
Stewards 
Unions’ 
Emergency 
571; Dilution and Safeguards, 
Speeding-up Production, 571 
time, 571; 
Employers 
Labour, 611 
Estonia, Legislation 
Workers, 342 
European Labour on War Footing, 
Factories, Management of, and 
Recruits, 290; Labour and 
Returns, 396; 
ments, 592, 631 
Finance and the Defence 
Flour-Milling Mechanics’ 
Ford Motor Company’s Employees, 
Time Pay Concessions, 46 
France, Industrial Manufacture, “ 
Communities,” 46; Vocational 
in War Industries, 72; Services, 
Question in Recruitment, 262; 


on Supplementing 
Protecting 


152 


Act, 551 
Wages, 290 


War Time, Women 


Compulsory 


tions in 316; 
Industries, 
378, 422; 
Overtime Pay, 422; 
Defence Workers, 


Women National 


422 ; 


General Federation of Trades, 
and Benefit Data, 208, 511; 
Position, 208, 511 


General and Municipal Workers’ Union on 


Cost of Living and Wage Rates, 
Membership Data, 262; 
Factory Workers’ Wages, 262 
Free Loan to Government, 630 
Germany, War-Time Economy 
Working of, 46; 
Vocational Training, 
of Overtime Limits, 124; 
Orders, 124, 422; Air-Raid Warnings, 
Incidence on Production and 
Losses, 124; Women Workers, 
Conditions for, 180; Young 
Working Hours, 180 ; 
for Increased Industrial Output, 
Domestic Service Restrictions, 234 ; 
lations for Distribution of Labour, 





396; Mobilised 
Home Leave, 446; 
tracts, Conditions of Termination, 531; 
Metal Workers, Training Scheme, 631 

— —— Insurance for Old Age, 


tions, Employees 


Et 
He: alt! h, industri ul, Air Hygiene Foundation, 
U. ° 


S.A., 2: 
Heating Ventilating, Ete., Industries, 


Wage Increase, 446 

Hours of Work, Germany, Overtime and 
Short Time Orders, 124, 422; Belgium, 
Miners’ Hours, 124; Germany, Women 
and Young Persons, Restriction of Hours, 
180; Bohemia-Moravia, Short-Time Relief 
System, 208; Australia, Standard 44- 
Hour Week, 234; Sweden, Women’s 


Night-Work Regulation, Exception Per- 
mits, 262; Bolivia, Hours of Work and 
Pay, Regulation of, 262; Flour Milling 
Mechanics’ Hours, Etc., 290; Yugoslavia, 
State Transport Workers’ Hours, Etc., 
290; Spread-Over Holidays for Workers, 
316, 511; Holidays-With-Pay Act, Stat- 
istics of Operation, 316; Turkey, Emer- 
gency Hours, 342; United States, Maxi- 
mum Hours and Overtime, 342; United 
States, Hours of Work and Productive 
Efficiency, 368; A.E.U. Holidays-With- 
Pay Agreement, 422; Admiralty Estab- 
lishments, Conditions of Overtime in, 42 
Turkey, Overtime Regulations, 422 
United Patternmakers, Overtime and 








ACCIDENTS, Road, by Sir A. Herbert, 195 

Addresses, Emergency, Directory of, 89 

Aerodynamics, Design of Propeller Pumps and 
Fans, by M. P. O’Brien and R. G. Folsom, 477 

Aeronautics, Review of Development, 386 

Africa, South and East, Year Book and Guide, 
1940, 358 


Air Attack and Civil Defence, by C. W. Glover, 
557 
Air-Raid Shelters, Design and Construction, by 


Lee, 367 
Air, Smokeless, 286 
Aircraft Identification, 36 
Almanacs and Calendars, 37, 
288, 359, 435 
Almanack, Whitaker's, 1940, 36. See Erratum, 62 
Aluminium, Chemical Analysis of, 172 
Aluminium Sections, 206 
Aluminium, Welding and Riveting, 116 
American Machinists’ Handbook, 522 
American Society for Testing Materials, 
ceedings, 603 
Analysis and Assaying, Metallurgical, by J. S. 
Remington and F. L. Jameson, 540 


113, 151, 170, 25 





Pro- 


on | 
Shop 
of 


551; 
Application for Incr@ase in Hourly Rate, 
571; 
; Excess Over- 
Agreement with Shipbuilding 
Skilled 


Elderly 


Training of 
Production 
Factory Welfare Depart- 


War- 


Producers’ 
Training 
Priority 
MM. 
Godart and Jouhaux on Labour Conven- 
in 
Employment of, 
National Solidarity Fund and 


Apprentices 
Organisation and Supervision Decree, 469 
Membership 
Financial 


Shell- Filling 
Interest- 


Order, 
Labour-Front Leader on 
a Restoration 
Short-Time 


Wage 
Easier 
Persons’ 
Vocational Training 
208 ; 
Regu- 
396 ; 
Skilled Labour Shortage Measures, Sugges- 
and 
Apprenticeship Con- 
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Trade Societies, Etc.—continued. 


Night Shifts, 446; A.E.U 
Overtime Sanction, 551 ; 

ply, Seven-Day Week Order, 5 
Ministers’ 
571; Shipping Industry, Holiday 
ceilation and Pay Arrangements, 


55D; 


Minimum 30-Hour Week, 592 


Hungary, Order Regulating Employment of 


Workers Abroad, 124 
Iceland, General Wage Rise, 
Industrial Population, 

342 


396 


Insurance Schemes, Social, Technique and 
Organisation, 368 
International Labour Organisation, Pro- 


gramme of Work, 
tions in War Time, 


316 ; 
416 


Iran, Fixation of Wages in Building Industry, 


446 

Iron and Steel Trades Confederation. 
“Man and Metal ”’ (below) 

Italy, Wages and Cost of Living, Temporary 
Blocking of Prices, 316 

Japan, Employment of Women Under- 
ground, Restriction of, 180; Workers’ 
Canteens Inquiry, 342 ; Workers’ Old-Age 
Compulsory Insurance Scheme, 446 

Kenya, Union-Privileges Legislation, 

Labour, European, on War Footing, 


469 
152 


Labour Minister’s Powers Under the Defence 


551 
and 


Act, 


Labour National Service Ministry, 


Co-operation of Employers and Employed, 
Ministry 


446; Man Power Question, 446 ; 
Reports, 20, 124, 180, 234, 469, 511 

Labour Notes, 20, 46, 72, 98, 124, 152, 180, 
208, 234, 262, 290, 316, 342, 368, 396, 
422, 446, 469, 491, 511, 531, 551, 571, 
592, 611, 630 

Labour Party Conference, 
Resolutions, 368 

Labour Supply Board, 551 

Leggett, F. W., Appointment to Ministry of 
Labour and National Service, 98 

Lister, R. A. & Co., Workers’ Pension Fund 
Arrangement, 98 

Living, Cost of, and Wages, 
Question, Export and Cost of Living, 20 ; 
Mineworkers’ Federation, 20, 98, 124, 180 ; 
Civil Servants, 46, 316, 342; Transport 
Workers, 46; Engineering Trades, 72; 
General and Municipal Workers, 72; 
Seamen’s Wages, 98; Building Industry, 





Bournemouth 


152; Italy, Temporary Blocking of 
Prices, 316; Lron and Steel Industry, 531 ; 
Cotton Trade, 631 


Lock-Outs and Strikes, New Zealand War- 
Time Measures, 23 

Lysaght, A. C., the Late, 630 

“Man and Metal,” Wartime Restrictions, 
Effect on Workers, 20; Workers’ Accident 
Liability Case, 208; Dispersal of 
Industrial Population, 2; Unemploy- 
ment Insurance Fund Surplus and Post- 
War Unemployment, 446; Iron and 
Steel Trade Wages, Sliding Scale v. Cost 
of Living Index, 531; the Late D. C 
Lysaght and H. ©. Thomas, 630 

Man Power Question, A.E.U., 290; 
ment Secret Estimate, 446 





Govern- 


. and Emergency 
Ministry of Sup- 
Labour 
Appeal for Seven- -Day Week, 
Can- 
592 ; 
Building Industry, Government Contracts 


Dispersal Question, 


Labour Conven- 


See | 
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| Trade Societies, Etc. continued. 


Relationship | 


Pensions and 


Compulsory Insurance, 


and Organisation, 368 ; 


Superannuation Rights, 4 
Peru, Food Service for Work 


Post-War Conditions, Preparations for, 368 

Printing Trades, Emergency Conditions 
Agreement, 20 

Railways, N.U.R., Locomotive Engineers 


and Clerks, Wages Appeal, 





180, 571; Electricity Workers’ Wages, 
262 ; Six-Shilling Wage Increase Claim, 
422 
Reserved Occupations, Revised List, 491, 592 
Russia, Official Holidays, Work Permits, 
208; Trade Union Insurance Doctors’ 


Functions, 491 ; 


Kindred Benefits, 


9: 


ve. 


15 


91 
ers, 611 


20; 


Greece, 
Super- 
annuation and Munition Work Volunteers, 
208 ; Social Insurance Schemes, Technique 
Local Government 
Employees’ Transference to Armaments, 


Shopmen’s 
Wages, 98, 234; Wage Settlement, General, 


Textile Industry, Failure 


of Workers to Maintain Standards, 531 


Safety First Principles and War Conditions, 


Shipbuilding rage and Unions’ Wages 


Demand, 98; A.E.U. 
Supplement Skilled Labour, 
Shipping Industry, Ship 
War-Damage Indemnity, 
federation of Unions, 
Demand, 98, 208, 234; 
Claims, 98 ; 
Co-operation, 262 ; 


ments and Repairs, 290; Ministry of 
Shipping and Sea-Going and Junior 
Engineers, 316; Boilermakers’ Society, 


Unemployed Members and Labour Minis- 
try’s Requirements, 316, 469 ; 
tion with Labour and National Service 
Holiday Cancellations and 


Ministry, 446 ; 
Pay Arrangements, 592 
Skilled Labour, Shortage U. 


ter’s Appeal, 571; A.E.1 
ing Employers, Agreement, 
Dilution (above) 
South Africa, 
nicians, 368 
St. Lucia, 
Strikes and Lock-Outs, 
Time Measures, 234 
Strike Statistics, 20, 124, 
Supply, Ministry 
Production Returns, 
Firms, Control Order, 
Sweden, Women’s 
Exemption a 
Thomas, H. C., the Late, 
= Disputes Act, 


396 : 
611 





630 


Trades Union Congress, on 
Equality of Sacrifice, 98, 3 
tary Savings, 98, 342; J 
Volunteers and 


Ruskin College Scholarship: 
Act, Amendments Question, 
Labour 
551; 
Endorsement of General Council's Emer- 


Disputes, Ete., 
296, 342; Co-operation 
Ministry and Employers’ Fe 


Action, 551 
Union 


gency 
Trade 








Wage 


Output Acceleration, 
Engine-Room Comple- 


S.A., 
Germany, Shortage Measures, 306; Minis- 
J, and Shipbuild- 
See also 


234, 
of, Factor 


Unemployme 


Agreemet 
611 

»whers" 

20, 98; 


368, 


611. 


Union-Privileges Legislation, 
New Zealand War- 


342, 
v 


Inflation 
on Volun- 
Work 

208 ; 
Trade 


42; 
lunition 


Superannuation, 


8, 262; 


with 
aderation, 


nt 





it 


Offer, 

Con- 
Advance 
Seaman’s Wage 
Labour 


Co-opera- 


422 ; 


Training Scheme for Tech- 


469 
Labour and 
War Production 


Night- Work Regulation, 


2 


Amendments Question, 


Insurance 


to 


469 


and 


} 
| 


| 
| 


Metal-Trade Workers’ Wage Increases, 511 Association, Preparation for Post-War 
30 Conditions, 368 
Mineworkers’ Federation, Cost of Living Trades, Reserved Occupations, Revised 
Wage Demand, 20, 98, 124, 180; Work- List, 491, 592 | 
men’s Compensation Question, 124 Training Centres, Reduction of Engineering 
National Expenditure Committee and Course Period, 511; Extension and 
Engineering Personnel, 469 Enlargements, 571, 611; Qualified In- 
National Joint Advisory Council, 46 structors, 592 
New Zealand, War-Time Labour-Regulation Training of Recruits in Factories, 290 
Measures, 234; Workmen's Compensation, Transport and General Workers’ Union, 
Separate Court of Record, 262 War-Time Wages and Cost of Living, 46 ; 
Nigeria, Union-Privileges Legislation, 469 Lectures for Workers, 72; Railway 
Patternmakers’ Association, Membership and Shopmen’s Wages Claim, 98; Improved 
Benefit Data, 98, 262, 368, 446; Overtime Standard of Living Aim, 180; Shell- 
and Nightshifts, 446; Financial Report, Filling Factory Workers’ Wages, 262; 
1939, 491 | Increase of Accidents Question, 422 
i A la hl ’ 
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Tribe, F. N., Appointment to Ministry of 
Labour and National Service, 98 

Truck Act Amendment Bill, Proposed, 446 

Turkey, Emergency Hours-of-Work Decree, 
342; Overtime Regulations, 422 

Undertakings (Restriction on Engagement) 
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employment Benefit Under Compensation 
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Procedures, 611 

Uruguay, Treasury Guarantee of Pensioners’ 
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Wages and Cost of Living. See Living, Cost 


of 
Wages, Fluctuation of, 124, 234, 342, 
469, 491, 551 


War Footing of Labour in Europe, Outlook, 
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War Production Firms, Control Order, 611 
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Aeronautics : 


Aircraft, Convertible, 
Co., Ltd., and M. J. O. Lobelle, 320 

Airscrew Synchroniser, Rolls-Royce, 
Newton Brothers (Derby), Ltd., F. Newton 
and Rotol Airscrews, Lfd., 320 

Brake, Variable-Pitch Airscrew. 
land Aircraft Co., Ltd., and F. M 
26 

Cameras, Aircraft. Williamson Manufacturin® 
Co., Ltd., and 8. Williamson, 348 

Flap, Fowler, for Aircraft. Westland Aircraft, 
Ltd., and W. E. W. Petter, 450 

Gear Transmission. D. Napier and Son, Ltd., 
F. B. Halford and W. H. Arscott, 534 

Landing Wheels, Aircraft. Vickers (Avia- 
tion), Ltd., and Flight-Lieut 

Spinner, Airscrew. De Havilland Aircraft Co., 
Ltd., and F. M. Thomas, 574 

Undercarriage, Resilient Wheel. R.H. Bound, 
374 

Wing-Flap Control. 
craft, Ltd., and F. G 


The Fairey 





De 
Thomas, 


Powis Air- 


Phillips & 
Miles, 450 


Agricultural Appliances : 


Clipper, Cattle. Wolseley Sheep-Shearing Co., 
Ltd., and H. J. Macnamara, 240 


Electrical Apparatus : 

Balance Tester, Dynamic. General Electric 
Co., Ltd., and A. B. Cape, 296 

Cable Shield. W. T. Glover & Co., 
C. J. Beaver and R. C. Lishman, 594 

Cireuit Breaker. English Electric Co., Ltd., 
and A. R. Blandford, 104 

Circuit Breaker, Metal-Clad. Switchgear & 
Cowans, Ltd., and A. Upton, 634 

Circuit Breaker, Oil. Metropolitan-Vickers 
Electrical Co., Ltd., and D. R. Davies, 26 

Electromagnet. British Thomson-Houston 
Co., Ltd., 374 

Electrostatic Charges, 


Ltd., 


Removing. English 
Electric Co., Ltd., and W. &. M. Ayres, 474 

Gland, Flame-Proof. General Electric Co., 
Ltd., 8S. W. Richards and H. Worrall, 450 

Measuring Instrument. Elliott Brothers 
(London), Ltd., and G. F. Shotter, 614 

Motor Control, Direct Current. Metropolitan- 
Vickers Electrical Co., Ltd., G. H. Fletcher 
and H. K. Ramsden, 554 

Motor, Synchronous. General Electric Co., 
Ltd., and H. C. E. Jacoby, 514 

Motor, Totally-Enclosed. Harland Engineer- 
ing Co., Ltd., and L. Greenwood, 268 

Projector, Carbon-Arc British Thomson- 
Houston Co., Ltd., H. Trencham and F. A. 
Tuck, 26 


Regenerative Loads, Supplying British 
Thomson-Houston (Co., Ltd., and A. L. 
Whiteley, 214 

Smoke Detector. British Electricon (Lon- 
don), Ltd., W. A. Robinson and W. A. 


Chambers, 78 


Gas Engines, Producers, Holders, Etc. 


Coal-Gas Retort Setting. Drakes, Ltd., and 
M. Thompson, 474 

Producer, Gas, for Vehicles. T. F. Hurley, 
158 


Guns and Explosives : 


Mounting, Aircraft-Gun. Boulton Paul Air- 
craft, Ltd., and J. D. North, 296 


Hydraulic Machinery : 


Transmission, Hydraulic. Newton Brothers 
(Derby), Ltd., F. Newton and R. ¢ 

Weir, Self-Adjusting. Glenfield & Kennedy, 
Ltd., and W. M. Griffith, 214 


Internal-Combustion Engines : 


Carburettor, Heavy-Oi]. A. W. D. Gladwell, 
° 

Cylinders of Multi-Cylinder Engines. Coven- 
try Climax Engines, Ltd., L. Hathaway 
and A: W. Moore, 348 

Diesel Engine. John Fowler & Co. (Leeds), 

Ltd., and A. F. Sanders, 5 


52 


Aviation 


Ltd., 


Havil- 


Roe, 78 | 


MACHINERY ; 


M. Hare, 320 | 
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HypDRAULIC 


ETC. ; GUNS AND EXPLOSIVES ; 


MACHINE AND OTHER TOOLS, SHAFTING, ETC. ; 


PUMPS ; 


Internal-Combustion Engines —contin ve !. 


Filter, Mine-Locomotive Exhaust. 
Hornsby, Ltd., G. Donington and E. 
Fox, 158 

Governor, Engine. Davey, Paxman & Co 


Piston for Aluminium Cylinders. 


Nicolle, 494 


Sleeve-Valve Engine. F. H. Stark, 186 

Starter, Aero Engine. British Thomson- 
Houston Co., Ltd., D. H. Graham, G. 
Tabberer and B. E. G. Forsling, 130 

Supercharged Engines, Timing of. F. H. 


Arnott, 78 


Lifting and Hauling Appliances : 
Brake, Pit-Winding Engine. W. T. Bell and 
F. B. Perry, 450 
Excavator Equipment. William Jones, Ltd., 
and T. McC. Ferguson, 158 
Hoist. 
Wagon, Tip. William 
T. McC. Ferguson, 214 
Winch. O. D. North, P. G. Hugh and Scam- 
| mell Lorries, Ltd., 402 
| 


Machine and other Tools, Shafting, Etc. : 
Bearing, Thrust. Coventry Gauge and Tool 


Jones, Ltd., and 


Co., Ltd., 8. J. Hariey and J. E. Wain- 
wright, 26 
Broaching Machine, Pull-Down. Alfred 
Herbert, Ltd., and L. J. Hugo, 402 
Controller, Machine Tool. Wadkin, Ltd., 


J. H. Goddard and W. L. Sims, 494 
Coupling. Parsons Marine Steam Turbine 
Co., Ltd., and C. F. Starkey, 130 
Coupling, Universal. Mining Engineering 
Co., Ltd., and M. 8. Moore, 474 


Forging and Hammering, Apparatus for 
John Peace & Sons, Ltd., and W. H. 
Peace, 348 

Gearing, Intermittent-Drive. Stein «& 


Atkinson, Ltd., and H. B. Higginbottom, 
494 

Grinding Wheels, Forming. 
and Tool Co., Ltd., 8. J. Harley and J. E. 
Wainwright, 594 

Rolling Mill. John Lysaght, Ltd., and E. W. 
Plumley, 268 

Taps, Screw, Backing-off. Bristol Aeroplane 
Co., Ltd., and J. W. Sladden, 614 

| Work-Holder for Milling Machine. Roberts 

Black & Co., Ltd., and F. G. Anderson, 514 


Mining, Metallurgy, Etc. : 


Alloy, Electrical-Resistance. Hall & Pickles, 
Ltd., J. H. Russell and A. M. C. Murphy, 26 


Ingots, Casting. Birmingham Aluminium 
Casting (1903) Co., Ltd., and P. Pritchard, 
268 
Ingot Mould for Hollow Forgings. E. F. 
| Jones, 214 
Pistons, Aluminium-Alloy. Ferranti, Ltd., 
G. I. Finch, J. Dawson and T. L. Hough- | 


ton, 450 


Miscellaneous : 


Air-Raid Shelter. R. Atwill & Son, Ltd., 
Holford Processes, Ltd., H. J. Holford and 
H. F. White, 240 

Battery-Repairing Tool. Joseph Lucas, Ltd., 
and 8. J. Hinks, 374 

Clay-Extruding Machine. 
Ltd., and G. Robson, 474 

Conveyor. Gibbons Brothers, Ltd., 
wins, Itd., and R. Marchant, 428 

Conveyor, Endless-Band. Baker Perkins, 
Ltd., and J. C. Paterson, 186 

Conveyor, Furnace. Stein & Atkinson, Ltd., 
52 

Furnace, Electric. Birmingham Electric 
Furnaces, Ltd., and A. E. G. Robiette, 474 

Furnace, Muffle. Gas Light and Coke Co., 
P. Lloyd and C. Vyse, 52 

Gauge, Orifice. Metropolitan-Vickers Elec- 
trical Co., Ltd., and R. Poole, 554 

Hopper-Level Indicator. Elliott Brothers 
(London), Itd., and D. C. Harben, 296 


Tyne Metal Co., 


Bald- 


RAILWAYS AND TRAMWAYS ; 


Ruston «& 


(Colchester), Ltd., and E. P. Paxman, 374 
Auto- 
motive Engineering Co., Ltd., and A. V. 


Rotary Engine, Wilkerson Rotary Engine, 
Ltd., W. Quilter and J. 8. Wilkerson, 494 


Winget, Ltd., and C. W. Stanciiffe, 78 | 


Coventry Gauge | 
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MINING, METALLURGY, ETC. 


Miscellaneous —continued. 
Hot-Coke Quenching Car. James Buchanan 
& Son (Liverpool), Ltd., and H. 


Humphreys, 186 

Mechanical-Stoker Mounting. J. & J. Neil 
(Temple), Ltd., J. M. Neil and J. Welsh, 
104 


Packing Machine, Ice-Cream. T. Wall 
Sons, Ltd., and G. A. Stonestreet, 402 
Profile-Measuring Apparatus, Optical. 
pella, Ltd., A. Warmisham and 

Reason, 634 


« 


Ka- 


R. E. 


Projector, Background. Gainsborough Pic- 
tures (1928), Ltd., and A. Davis, 574 
Reel for Fire Hose. Minimax, Ltd., and 
J.J. Vanner, 594 
| Road Surface. A. Ryner, 158 
Road-Surfacing Iron. Johnston Brothers 


(Contractors), Ltd., and J. E. Hobbs, 130 
Sprinkler Head, Automatic. Graviner Manu- 
facturing Co., Ltd., A. Mathisen and H. M. 
Salmond, 52 
Tank, Concrete-Mixer. 
C. W. Stancliffe, 240 
Telescope, Reflecting. Cooke, Troughton & 
Simms, Ltd., and E. W. Taylor, 78 
Trailer, Cable-Drum. Armstrong Manufac- 
turing Co., Ltd., and G. L. M. Griffith, 26 


Winget, Ltd., and 


Motor Road Vehicles : 
Axle, Front-Wheel Drive. Kirkstall Forge, 
td., E. A. Alwyn and F. R. Cowell, 594 
Braking System, Servo-. Automotive Pro- 


ducts Co., Ltd., and G. R. G. Gates, 104 

Clutch, Centrifugal. Northern General 
Transport Co., Ltd., and G. W. Hayter, 634 

Clutch, Friction. Borg & Beck Co., Ltd., 52 

Centrols, Reversible Steering and Driving. 
Aveling-Barford, Ltd., and W. H. Bram- 
ble, 320 

Coupling, Hydraulic. 
Basebe, 534 

Diesel-Engine Supercharger. 
614 

Gear, Differential. Alvis, Ltd., A. A. Sykes 
and L. Bradley, 374 

| Indicator, Radiator Water-Level. Associa- 
ted Equipment Co., Ltd., G. J. Rackham 
and DP. A. McCallum, 320 

Internal-Combustion Engines, Cooling 
Alvis, Ltd.. and W. M. Dunn, 402 

Motor Car. Works Development Co., Ltd., 
and J. Ehriich, 296 

Motor-Car Seats. Humber, 
Kelly, 130 

Mounting, Lorry Cab. Commer Cars, Ltd., 
W. Limon and A. J. Smith, 26 

Omnibus Frame, London Pasenger 
port Board, G. F. Sinclair and 
Rivett, 268 

Roof, Sunshine. Vanden Plas (England), 
1923, Ltd., and J. Bradley, 574 

Suspension, Bogie Vehicle. G. E. Neville, 240 

Trolley-’ Bus. Associated Equipment Co., 
Jtd., and G. J. Rackham, 296 


H. Sinclair and A. C. 


G. F. Craven, 


of. 


Ltd., and 8. | 


Trans- 
H. J. 





Printing and Allied Machinery : 
Duplicate Copies, Printing. F. R. Martin, 
428 


Embossed Printing. Qelwyn Press, Ltd., and 
D. Gladwell, 104 
Press, Die. Waite 
F. Whyte, 348 


& Saville, Ltd., and 
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APPLIANCES ; 
INTERNAL-COMBUSTION 
MISCELLANEOUS ; 
Sarps anp NavuTIcaAL APPLIANCES ; 





Cooler, Pump. W. H. Allen, Sons & Co., 
Ltd., and A. Maude, 186 

Rotary-Vane Pump. Clayton Dewandre 

| Co., Ltd., W. G. Hay and 8. E. Willett, 130 

| Scavenge Pump, Supercharger, P. W. Bedale, 


Railways and Tramways : 


Axleboxes, Packing for. British Timken, | 
Ltd., and E. H. Doughty, 428 | 

Brake, Locomotive Air. Westinghouse Brake 
and Signal Co., Ltd., A. G. Kershaw and 
A. W. Simmons, 130 

Brake Rigging, Railway. 
F. M. Taunton, 78 


A. W. Maley and 





ELECTRICAL APPARATUS; Gas 


ENGINES ; LIFTING AND 
Motor Roap VEHICLES ; 


Stream Enaines, Borers, ETc. 


Railways and Tram ways—continued. 


Crossing, Overhead-Conductor. London 


Passenger Transport Board and N. H. 
Thomas, 268 
Locomotive-Weighing Apparatus. W. & T. 


Avery, Ltd., and A. Binns, 104 


Ships and Nautical Appliances : 


Electric Ship Propulsion. British Thomson- 
Houston Co., Ltd., D. E. Jewitt and R. D. 
Marsh, 428 

Gear, Marine Engine. Davey, Paxman & Co. 
(Colchester), Ltd., and E. P. Paxman, 514 


Hull, Speed-Boat. William Denny and 
Brothers, Ltd., and J. F. Allan, 320 
Motor-Boat Propulsion. John I. Thorny- 


croft & Co., Ltd., and Sir J. E. Thorny- 
croft, 428 
Stern-Tube Bearings, Cooling. 
Paine and G. H. 8. Thomas, 104 
Target, Floating. H. Scott-Paine, 402 


H. Scott- 


Steam Engines, Boilers, Etc. : 


Feed-Water Regulator. Hopkinsons, Ltd , 
and R. L. Brown, 534 

Furnace Front, Boiler. J. & J. Neil (Temple), 
Ltd., J. M. Neil and J. Welsh, 52 

Furnace Front for Cylindrical Boilers. 
cock & Wilcox, Ltd., and A. 
Richardson, 554 

Generator, Steam. 
Superheaters, Ltd., and L. ©. 
268 

Grate, Steam-Generator. Bennis Combus- 
tion, Ltd., and A. W. Bennis, 186 

Soot-Blower Drive. Babcock & 
Ltd., and P. G. Handoll, 574 

Stoker, Underfeed. International Combus- 
tion, Ltd., and R. W. Edwards, 186 

Tubes, Securing in Boilers. John Thompson 
Water-Tube Boilers, Ltd., and G. 
Plummer, 158 


Bab- 
R. W. 


Marine and Locomotive 
Southcott, 


Wilcox, 


NAMES OF PATENTEES. 


Allan, J. F., and others. Speed-Boat Hull, 320 

Allen, W. H., Sons & Co., Ltd., and another. 
Pump Cooler, 186 

Alvis, Ltd., and another. 
Combustion Engines, 402 

Alvis, Ltd., and others. Differential Gear, 374 

Alwyn, E. A., and others. Front-Wheel Drive 
Axle, 504 

Anderson, F. G., and others. 
Milling Machine, 514 

Armstrong Manufacturing 


Cooling Internal- 


Work- Holder for 


Co., and 


Ltd., 


another. Cable-Drum Trailer, 26 

Arnott, F. H. Timing of Supercharged En- 
gines, 78 

Arscott, W. H., and others. Transmission Gear, 
5s 


Associated Equipment Co., Ltd., and others. 
Radiator Water-Level Indicator, 320 

Associated Equipment Co., Ltd., and another. 
Trolley-"bus, 296 

Atwill, R., & Son, Ltd., and others. Air-Raid 
Shelter, 240 

Automotive Engineering Co., Ltd., and another. 
Piston for Aluminium Cylinders, 494 

Automotive Products Co., Ltd., and another. 
Servo-Braking System, 104 

Aveling-Barford, Ltd., and another. Rever- 
sible Steering and Driving Controls, 320 

Avery, W. & T., Ltd., and another. Loco- 
motive-Weighing Apparatus, 104 

Ayres, W. E. M., and others. Removing Elec- 
trostatic Charges, 474 


Babcock & Wilcox, Ltd., and another. Furnace 
Front for Cylindrical Boilers, 554 


Babcock & Wilcox, Ltd., and another. Soot- 
Blower Drive, 574 
Baker Perkins, Ltd., and another. Undless- 


Band Conveyor, 186 
Baldwins, Ltd., and others. 
Rasebe, A. C., and another. 

ling, 534 


Conveyor, 428 
Hydraulic Coup- 





XX 


Beaver, C. J., and others. Cable Shield, 504 

Bedale, P. W. Supercharger Scavenge Pump, 
240 

Bell, W. T., and another 
Brake, 450 

Bennis, A. W 
Grate, 186 

Bennis Combustion, Ltd., and another 
Generator Grate, 156 

Binns, A., and others 
Apparatus, 104 

Birmingham Aluminium Casting 
Ltd., and another. Casting Ingots 

Birmingham Electric Furnaces, Ltd 
another. Electric Furnace, 474 

Blandford, A. R., and others. Circuit Breaker 
104 

Borg & Beck Co., Ltd., Friction Clutch, 52 

Boulton Paul Aircraft Co., Ltd., and another 
Aircraft-Guo Mounting, 206 

Bound, R. H. Resilient-Wheel Undercarriage 
$74 

Bradley, J., and others 

Bradley, L., and others 

Bramble, W H and 
Steering and Driving Controls 

Bristol Aeroplane Co Ltd 
Racking-Off Screw Taps, 614 

British Electricon (London), Ltd., and 
Smoke Detector, 78 

British Thomson-Houston ¢ 
magnet, 374 

British Thomson-Houston Co Ltd and 
another. Supplying Regenerative Loads, 214 

British Thomson-Houston Co Ltd and 
others Aero-Kngine Starter, 150 

British Thomeon-Houston Co Ltd and 
others Carbon-Are Projector, 26 

British Thomaon-Houston Co Ltd und 
others Electric Ship Propulsion, 425 

British-Timken, Ltd., and another Packing 
for Axleboxes, 425 

Brown, KR. I and others 
lator, 534 

Buchanan 
another 


Pit Winding- Engine 


and others. Steam-Generator 


Steam- 
Locomotive- Weighing 


(1003) Co 
268 


and 


Sunshine Roof, 574 
Differential Gear, 374 
others Reversible 


) 
ind another. 
thers 


Ltd Electro 


Feed-Water Regu- 

James, & Son (Liverpool), Ltd., and 

Hot-Coke Quenching Car, 186 

ape 4 B and others Dynami balance 
Tester, 206 

Chambers, W. A 


7s 


and others. Smoke Detector 


Clayton Dewandre Co Ltd and others 
Rotary-Vane Pump, 150 
Commer Cars, Ltd., and 
Mounting, 26 
oke, Troughton A 
Reftlec 
Coventry Climax 
(ylinders of Multi-viinder Engines, 345 
Coventry Gauge and Tool ¢ Ltd 
others Forming Grinding Wheels, 504 
Coventry Gauge and Tool Co, Ltd., and other 
Thrust Bearing, 2 
F. R., and 


others Lorry Cab 


Ltd., and another 


Simm 
ting Telescope 78 
Ltd ther 


hngines and 


and 


thers Front-Wheel Drive 


Diesel- Engine Supercharger, 614 


(Colchester), Ltd 
Giovernor, 374 


Davey, Paxman & ¢ 
another Knaine 
Davey, Paxman & Co 
another Marine- Engine 
Davies, D. R., and others 
ve 
Davis, A 
574 
Dawson, J anal 
Pistons, 450 
De Havilland Aireraft © Ltd., and at 
Airacrew Spinner, 574 
De Havilland Aireraft Co., Ltd., and 
Variable-Pitch Airscrew Brake, 26 
Denny, William, & Brothers, Ltd., and anothet 
Speed-Boat Hull, 320 
Donington, G., and others 
Exhaust Filter, 158 
Doughty | A ! . ‘ 
Axichboxes, 4 
Drakes, Ltd 
Setting, 4 
Dunn, W. M 
Combustion 


(Colchester 
(rear 
Ol Cireuit Breaker 


and others Background Projector 


others Aluminium-Allo 


ther 


another 


Mine Lo 


omotive 


Retort 


vmal-Gas 


Mdwards, KR 
Stoker, 186 
Ehrlich, J amd « 
Elliott Drother 
| vr-Level 
Ke) tt Hrother 
Measuring Instrume 
English Electri ‘ 
Cireuit Dreaker, lt 


hnalish Ele 
| 


tri ‘ 


Fairey (Aviat 
Convertible 
won, 7 


Alur 


intum 


Alum 


and Published by 


PATENT RECORD. 


Gainsborough Pictures (1928) Ltd 
another Background Projector, 574 

Gas Light & Coke Co., and others 
Furnace, 52 

Gates, G. R. G 
System, 104 

General Electric Co Ltd 
Dynamic Balance Tester, 206 

General Electric Co Ltd 
Synchronous Motor, 514 

General Electric Co., Ltd., and others 
Proof Gland, 450 

Gibbons Brothers, Ltd 
428 

Gladwell, A. W. D 
214 

Gladwell, D., and 
104 

Glenfield & Kennedy ltd 
Self-Adjusting Weir, 214 

Glover, W. T., & Co., Ltd 
Shield, 504 

Goddard, J. H and 
Controller, 404 

firaham, D. H 
Starter, 130 

Giraviner Manufacturing Co., Ltd 
Automatic Sprinkler Head, 52 

Greenwood, I ind others Totally- Enclosed 
Motor, 268 

Griffith, G. L. M und 
railer, 26 

Griffith, W. M and 
Weir, 214 


and 
Muffle 


and others. Servo-Braking 


and another 


and another 


Flame- 


and others. Conveyor 


Heavy-Oil Carburettor 


others Embossed Printing 


and another 


and others. Cable 


others. Machine-Tool 


and others Aero- Engine 


and others 


others. Cable-Drum 


others Self-Adjusting 


Halford, F. B others 
(iear, 534 

Hall & Pickles, Ltd and 
Resistance Alloy, 2¢ 

Handoll, P. G and 
Drive, 574 

Harben, D. ¢ and 
Indicator M5 

Hare, Flight-Lieut. M 
Landing Wheels 0 

Harland Engineering Co., 
Totally-Enclosed Motor 

Harley, 8. J., and others I 
Wheels, 504 

Harley, 8. J., and others 

Hathaway, L., and others 
Cylinder Engines, 348 

Hav, W. G., and others 
130 

Hayter a Ww and 
Clutch, 634 

Herbert Alfred ltd and another 
Down Broaching Machine, 402 

Higginbottom, H. B., and others. Intermittent 
Drive Gearing, 404 

Hinks, S. J., and others 
rool, 374 

Hobbs, J I 
[ron 

Holford, H. J., and 
240 

Holford Processe ‘ ind others Air 
Shelter, 240 

Hopkinsons, Ltd 
Regulator, 534 

Houghton, ‘T I and 
Alloy Pistons, 450 

Hugh, P. G., and others 

Hugo, L. J., and others 
Machine, 402 

Humber Ltd and 
Seats, 130 

Humphreys, A. H nd 
Quenching Car, 186 

Hurley, T. I Gas Pr 


and rransmission 


others Electrical 


others Soot- Blower 


others Hopper- Level 


and others Aircraft 


Ltd 


and another 


orming Grinding 
Thrust Bearing, 26 
Cylinders of Multi 


Rotary-Vane Pumy 


others. Centrifugal 


Pull 


Battery-Repairing 


thers Road-Surfacing 


thers Air-Raid Shelter 


Raid 


mother Feed-Water 


thers Aluminium 
Wineh, 402 

Pull-Down Broaching 

another 

thers 

ducer for 


International Combustion, Ltd 


Underteed Stoker, 1&6 


Jacoby, H. ¢ 
Motor, 514 
Jewitt D t ul 
Propulsion, 425 
Johnston Brothers (Contractor 
another Road-Surfacing 
Jones, BE. Ingot Mould for Ho 


Jone William, Ltd., and anott 
1 uipment 158 

Jones William Ltd 
Wagon, 214 


Kapella, Ltd and 
Measuring Apparatus 

Kelly, 8., and others Mc 

Kershaw, A. mad others 
rake, 130 

Kirkstall Fords Ad it 

Wheel Drive Axk 4 


Limon, W and others Lorry Cab Mounting 

" 

thers Cable Shield, 504 
Muffle Purr 


thers Convertible 


Lishman, R. ¢ ard 
Lievwd, P ther 
Lobelle, M nd 
Aircraft 
London Passenge 
Omnibus Frame 
London Passenger Transport Board 
another Overhead-Conductor Crossing, 268 
Lucas, J Ltd ther Battery 
Repairing Tool, 3 
Lysadcht 
Mill 


nsport Board and others 
268 

and 
weph ama ar 
‘4 


Macnam tthers. Cattle Clipper 


40) 


Maley, A. W., and another. Railway-Brake 
Riguing, 78 

Marchant, R., and others. Conveyor, 428 

Marine and Locomotive Superheaters, Ltd., and 
another. Steam Generator, 268 

Marsh, R. D., and others. Electric Ship 
Propulsion, 428 

Martin, F. R. Printing Duplicate Copies, 428 

Mathisen, A.,and others. Automatic Sprinkler 
Head, 52 

Maude, A.,and others. Pump Cooler, 186 

McCullum, D. A and others. Radiator 
Water-Level Indicator, 320 

Metropolitan-Vickers Electrical Co., Ltd., and 
others. Direct-Current Motor Control, 554 

Metropolitan-Vickers Electrical Co., Ltd., and 
another. Oil Circuit Breaker, 26 

Metropolitan-Vickers Electrical Co., 
another. Orifice Gauge, 554 

Miles, F. G., and others. Wing-Flap Control 
450 

Minimax, Ltd., 
Hose, 504 

Mining Engineering Co 
Universal Coupling, 474 

Moore, A. W., and others 
Cylinder Engines, 348 

Moore, M.8., and others 
474 

Murphy, A. M. C., and 
Resistance Alloy, 26 


Ltd 


and another. Reel for Fire 


Ltd., and another 


Cylinders of Multi- 
Universal Coupling, 


others Electrical- 


Napier, D., and Son, Ltd., and others. Trans- 
mission Gear, 534 

Neil, J. and J. (Temple), 
Boiler-Furnace Front, 52 

Neil, J. and J. (Temple), Ltd., and 
Mechanical-Stoker Mounting, 104 

Neil, J. M., and others. Boiler-Furnace Front, 


Ltd., and others 


others 


52 
Neil, J. M., and 
Mounting, 104 
Neville, G. E. Bogie-Vehicle Suspension, 240 
Newton Brothers (Derby), Ltd., and others 
Airscrew Synchroniser, 320 
Newton Brothers (Derby), Ltd., 
Hydraulic Transmission, 78 
Newton, F., and others. Airscrew Synchroniser 


others. Mechanical-Stoker 


and others 


and others. Hydraulic Trans- 
Thission 6 

Nicolle, A. V., and others 
nium Cylinders, 494 

North, J. D., and 
Mounting, 296 

North, O. D., and others 

Northern General Transport Co., 
another. Centrifugal Clutch, 634 


Piston for Alumi- 


others Aircraft-Gun 
Winch, 402 
Ltd., and 


Steam Turbine Co Ltd., 
Coupling, 130 
and others 


Parsons Marine 
and another 
Paterson, J. ¢ 
Conveyor, 186 
Paxman, E. P., and others 
374 
Paxman, E. P 
514 
John, & Ltd., and another 
Apparatus for Forging and Hammering, 348 
Peace, W and others Apparatus for 
Forging and Hammering, 348 
Perry, |} B another. Pit 
Engine Brake 
Petter, W. E. W 
for Aircraft, 450 
Phillips & Powis Aircraft 
Wing-Flap Control, 450 
Plumley, E. W., and others 
Plummer, G. A., and others 
in Boilers, 158 
Poole, R., and others. Orifice Gauge, 554 
Pritchard, P., and others. Casting Ingots, 268 


Endless- Band 
Engine Governor 


and others. Marine-Engine 


Sons 


Winding- 


others. Fowler Flap 


Ltd., and another 
Rolling Mill, 268 
Securing Tubes 


Quilter, W., and others. Rotary Engine, 404 


Rackham, G. J., and others. Radiator Water 
Level Indicator, 320 
Rackham, G. J., and others 
Ramaden, H. K., and others 
Motor Control, 554 
Reason, R. E., and 
Measuring Apparatus 
Richards, S. W and 
Gland, 450 
Richardson, A. R. W., and others 
Front for Cylindrical Boilers, 554 
Rivett, H. J., and others. Omnibus 
8 
Roberts Black & Co ltd and another 
Work-Holder for Milling Machine, 514 
Robiette A. G 2, and others. Electric 
Furnace, 474 
Robinson, W. A 


}Trolley-" Bus, 296 


Direct-Current 
others Profile 
634 

others 


Optical 
Flame- Proof 
Furnace 


Frame 


and others. Smoke Detector 


obs G and =o others. Clay-Extruding 
Machine, 474 
Roe R. ¢ 
mission, 78 
Rolls-Royce Ltd 
Synchroniser, 320 
tol Airserews, Ltd and 
Synchroniser, 320 
Russell J H and 
Resistance Alloy, 26 
ston & Hornsby, Ltd., and others 
motive Exhaust Filter, 158 
\ toad Surface, 158 


and others. Hydraulic Trans- 


and others Airscrew 


others Airscrew 
others. Electrical- 


Mine 


Salmond, H H and 
Sprinkler Head, 52 
Sanders, A. F., and others 


others Automatic 


Diesel Engine, 5: 








LONDON : 
Printed for the Proprietors by HARRISON & SONS, LTD., at the BEDFORD PRESS, 20 & 21, Bedfordbury, in the Parish of St. Martin’s-in-the-Fields, 


ENGINEERING, JULY 26, 1940. 


Scammell Lorries, Ltd., and others. Winch, 
402 
Scott-Paine, H., and another 
Tube Bearings, 104 
Scott-Paine, H. Floating Target, 402 
Selwyn Press, Ltd., and another. Embossed 
Printing, 104 
Shotter, G. F., and others 
ment, 614 
Simmons, A. W., 
Brake, 130 
Sims, W L., 
Controller, 494 
Sinclair, G. F., and others 
268 
Sinclair, H., and another 
re 
Sladden, J Ww 
Screw Taps, 614 
Smith, A. J., and others. 
26 
Southcott, L. C 
tor, 268 
Stancliffe, C. W 
Tank, 240 
Stancliffe, C. W., and others 
Stark, F. H Sleeve-Valve 
Starkey, C. F., and others 
Stein & Atkinson, Ltd. Furnace Conveyor, 52 
Stein & Atkinson, Ltd., and another. Inter- 
mittent-Drive Gearing, 404 
Stonestreet, G. A., and others 
Packing Machine, 402 
Switchgear & Cowans, Ltd., and 
Metal-Clad Circuit Breaker, 634 
Sykes, A. A., and others Ditferential 
374 


Cooling Stern- 


Measuring Instru- 


and others. Locomotive Air 


and others. Machine-Tool 


Omnibus Frame, 
Hydraulic Coupling, 


and others. Backing-Off 


Lorry Cab Mounting, 


, and others. Steam Genera- 


and others. Concrete-Mixer 
Hoist, 78 

Engine, 186 

Coupling, 130 


Ice-Cream 
another 


Gear, 


labberer, G., and others Aero- Engine 
Starter, 130 
Taunton, E. M and 
Brake Rigging, 78 
Taylor, E. W., and 
scope 
Thomas 
574 
Thomas, F. M., and 
Airscrew Brake, 26 
Thomas, G. H. 38., 
Stern-Tube Bearings 
Thomas, N and 
Conductor Crossing, 268 
Thompson, John, Water-Tube Boilers, Ltd., 
and another. Securing Tubes in Boilers, 158 
Thompson, M., and others. Coal-Gas Retort 
Setting, 474 
Thornycroft, Sir J. E., 
Boat Propulsion, 428 
rhornycroft, John I., & Co., Ltd 
Motor-Boat Propulsion, 428 
Trencham, H., and others 
Projector, 26 
Tuck, F. A., and others 
26 
Tyne Metal Co., 
Extruding Machine 


another Railway- 


others Reflecting Tele- 


78 
F. M., and others. Airscrew Spinner, 


others. Variable-Pitch 


and another. Cooling 
104 


others. Overhead- 


and others. Motor- 
and another 
Carbon-Are 
Carbon-Are Projector, 


Ltd., and 
474 


another. Clay- 


Upton, A., and others. Metal-Clad Circuit 


Breaker, 634 

Plas (England) Ltd and 
Sunshine Roof, 57 

, and others Reel for Fire Hose, 


Vanden 
another 

Vanner, J. J 
594 

Vickers (Aviation), Ltd 
Landing Wheels, 320 

Vyse, C., and others. Muffle Furnace, 52 


1923 


, and another. Aircraft 


Wadkin, Ltd., others. Machine-Tool 
Controller, 494 
Wainwright, J. E 
Grinding Wheels, 5 
Wainwright J 
Bearing, 26 
Waite & Saville 
Press, 348 
Wall, T., & Sons, Ltd., and another 
Packing Machine, 402 
Warmisham, A., and others 
Measuring Apparatus, 634 
Welsh, J., and others Boiler-Furnace 


and 


and others Forming 


and others rhrust 


Ltd., and another. Die 


Ice-Cream 
Optical Profile- 
Front 
52 
Welsh, J., Mechanical-Stoker 
Mounting, 
Westinghouse 
others. Locomotive 
Westland Aircraft, Ltd 
Flap for Aircraft, 450 
White, H. F., and others 
240 
Whiteley, A I 
Regenerative Loads 
Whyte, F., and others 
Wilkerson, J. S8., and others 
404 
Wilkerson Rotary 
Rotary Engine 
Willett, Sv E 
Pump, 130 
Williamson 
another 
Williamson, 8 
348 
Winget. Ltd 
Tank, 240 
Winget, Ltd., and another. Hoist, 78 
Wolseley Sheep-Shearing Machine Co 
and another. Cattle Clipper, 240 
Works Development Co., Ltd., and 
Motor Car, 296 
Worrall, H., and others. 
450 


and others 
104 

Brake & Signal Co., Ltd., and 
Air Brake, 130 
and another. Fowler 


Air-Raid Shelter 


and others. Supplying 
214 

Die Press, 348 

Rotary Engine, 
Engine, Ltd., and others 
404 
and 


others. Rotary-Vane 


Manufacturing Co Ltd., and 
Aircraft Cameras, 348 

and others Aircraft Cameras, 
Concrete-Mixer 


and another 


Ltd., 
another 


Flame-Proof Gland, 


JOHN ALEXANDER DIXON, at the Offices of “ENGINEERING,” 35 & 36, Bedford Street, in the Parish of St. Paul, 
Covent Garden, both in the County of Middlesex.—Friday, July 26, 1940. 





